LOOKUP & 
REFERENCE 
FUNCTIONS-I 


=LOOKUP(LOOKUP VALUE, LOOKUP VECTOR, [RESULT VECTORI) 


e lookup value - The value to look for in the first column of a 
table. 


e table array - The table from which to retrieve a value. 


e column index num - The column in the table from which to 
retrieve a value. 

e range_lookup - [optional] TRUE = approximate match 
(default). FALSE = exact match. 


e VLOOKUP is a function to look ) and retrieve data in a 
table. The "V" in VLOOKUP stands for vertical, which means 
the data in the table must be arranged vertically, with data in 
rows. b 


e The lookup value should be in the first column of the chosen 
array. 


e It can only look to the right to retrieve data.. => 


e II a lookup column contains duplicate values, VLOOKUP will 
match the first value only. 


e VI OOKUP is not case-sensitive. 


e VLOOKUP has two matching modes. VLOOKUP has two 
modes of operation: exact match and approximate match. 
However, you'll want to use approximate mode in cases 


where you're not matching on a unique Id, but rather you're 


looking up the "best Match" orthe "best category". 
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FORMULA REPRESENTATION 
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| KUP(G4,45:D11,3,FALSE) 
=VLOOKUP(G4,45:D111,4,FALSE) 


lookup array 


In this, the lookup value isa name that is in the B column so when 
choosing an array B column should be first. 


And it has returned the first value for duplicate name. 
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lookup array 


FORMULA REPRESENTATION 
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=VLOOKUP(G5,B4:D11,3, FALSE) 


lookup array 


| got an error in the second lookup value as the ID is left of the 
lookup value. 
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FORMULA REPRESENTATION 
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=VLOOKUP(G9,44:610,1,FALSE) 
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Madam C.) Walker 


Don't sit down and wait for 
the opportunities to Come. 


Get up and make them. 


